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THIS DOCURENT CONTAINS INFORMATION AFFECTING THE RATIONAL OF 
WITHIN ‘THE MNAGING OF TITLE ta, SECTIONS 793 
oR 


THIS IS UNEVALUATED INFORMATION 


1.  Sinee the beginning of 1949 a factory has been under construction about 14 kn. 
25xX1 north-northwest of Bechovice (051/196). About 200 workers are employed full 
' time and about 50 craftsmen part time on the construction. The ultimate purpose 
of this plant is kept secret. One of the construction foremen stated that the 
production of "Movo" was talked of and that it apparently had something in common 
with heavy water (sic).* : o 


2. Outside work on the major plant buildings is completed. These buildings 
include the observation building (pozorovatelna), development building (vyvojovna), 
machine shop (strojovna), laboratory and preparation building (pripravna). Still 
under construction are an unnamed large building, a boiler house, a waterworks 
a a nearness Two plant railway lines connect the area with the main ‘rague- 
in * 


3. The following is a key to Attachment 2, a sketch of the plants The, numbers are 
keyed to the aketch. ; 


1) laboratory Building is 66m by 15m. The gasworks attached to 
the laboratory is 21 m, wide. Ditches 10 m (sic) 
deep have been dug around the laboratory for 


water pipes. 
2) Building under Three-story concrete building 60 m by 30 m in 
construction dimensions and located about 700 m from the laboratory. 
3) Test holes Twelve holes 4 m by 2,5 m and 5 m deep. 
4) Observation Single-story building, about 35 m by 15 m, Several of 
Building the rooms in this building have bean equipped with 


ma - A ticket taken from one machine had the 
following English text: 


ipl he iain Co. 
‘London and Canbridge 


W.0. No 451853 
Inst. No. 1254870 


Class. Chkn | Ves 
. Auth: HA 7-2 
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5) Development Building 


6) Preparation Building 


7) Boiler house 


8) Water works 


9). Warehouse 
25X1A 


~2= 


Cat. No. 45185 List No. 118 
Date tested Sept.'50 
Examiner § ...(three illegible | 
cee . 4nitigls) 
Sold to Omnipol Trading and 
Shipping. Coy: ‘Ltd. 
C.0. No. N. 10,425 D, 


On the reverse side of the label was written in pens 
12 Siement LF. Outfit — 
An insoription on the plate of the machine reads 


Important. Rewind shutter for each 
exposure only when shutter is 
closed. 


Two insulators were marked "tested for 50,000 ¥" 


Connected with the observation building by a 

tunnel 1.8 m high and 1.5 m wide. A development 
hall, about 40 m by 30 m and 15 m high, is 
separated from the rest of the building by a thick 
wall, Along the outside wall of the development 
hall are four awitehboard rooms, about 6 m by 6 m 
by 5 m high. The switches are for 22,000 V. In 
one of these rooms is an iron prismatic object, 2.5 m 
thick and 4 m long.** Each of the rooms has three 
observation. openings into the development hall. 

The cable room contains a network of copper tubes 
about 60 mm in diameter. In the machine shop are 
two large generators, one of which was manufactured 
in Belgium. The switchboard room next to the 
machine shop contains twelve 26,000 volt and twenty— 
four 6,000 volt ewitchee, 


This building contains a preparation hall about 20 m 
by 9 m and 10 m high, as well as several other rooms, 
A piece of equipment resembling a transformer was — 
stored in this hall. 


icaaiiie ts Wie ais Ee mesa Ae 
boilers about 6 m. long and 1.5 m in diameter, 


Located about one km from the plant site. 
A concrete building about 900 m from therest of the 


+L esol oement It is believed that this may refer to Movidyn. Attachment 3, 
ovak 


oratory, indicates that the plant is part of the Czechosl 


25X1A Energy Enterprise in Bechovice, 


eo This may be a grating spectograph, used for qualitative and 
quantitative analysis primarily of solids, but also of liquids and gases, 
Attachments: 1 Sketch showing location of plant ‘andi construction near Bechovice. 
2 Sketch of plant, 


3 Plan and elawitich of laboratory building, entitled Research 
Institute of Czechoslovak Energy Enterptise in Bechovice, 


(Rorienen azar 
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